From: 

Sent: 

To: 

Subject: 


Servizio, Paul (DPH) 

Thursday, September 15, 2011 4:01 PM 
Khan, Annie (DPH) 

RE: in injection vials 


OK We are ordering one but will take awhile 


From: Khan, Annie (DPH) 

Sent: Thursday, September 15, 2011 3:29 PM 
To: Servizio, Paul (DPH) 

Subject: RE: in injection vials 

Thanks Paul.. .1 will call Maria again tomorrow or see if I can get in touch with someone else. 
Annie 


From: Servizio, Paul (DPH) 

Sent: Thursday, September 15, 2011 3:28 PM 
To: Khan, Annie (DPH) 

Subject: in injection vials 


Midazolam /mi'dsezelgem/; marketed in English-speaking countries under brandnames Dormicum/-^ 

Hypnovel,^ and Versed^) is a short-acting drug in the benzodiazepine class that is used for treatment of acute 
seizures, moderate to severe insomnia, and for inducing sedation and amnesia before medical procedures. It 
possesses profoundly potent anx io lyt ic, amnestic, hy pnotic, anticonvulsant, skeletal m uscle relaxant , and 
sedative properties.^ 

Paul Servizio 
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